NRO REVIEW COMPBEfPEOed For Reteasej'SGe' 

date : 18152 19 MAR 60 
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PLEASE CONSIDER THIS AUTHORIZATION TO INCREASE TIC TOTAL CPFF OF 
REPRESENTING AN INCREASE IN ESTIMATED COST OF 


9 RY 1 A F0R over-run AND 
25X1 
NRO 


FOR REPAIRS, APPLICABLE TO PURCHASE ORDER 


A FORMAL AICP€HCNT WILL BE FORWARDED IN THE NEAR FUTURE FOR 
YOUR ACCEPTANCE. 
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